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PLATE I

CAST IRON  FIREPLACE  IMPLEMENTS

1. Iron Fire-back.   The Royal Oak of the Stuarts and the arched crowns
date this work in the reign of Charles II. (1660-S5)
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2. Fire-dogs and fire-irons, of cast Iron.   In common use in Europe during
the 16th and 17th centuries